SLEEVE VS. DENTAL DAM 


u 


TPM DELIVERIES 



Dental 





Dam 

Sleeve 

A 

XA 

Philip Morris 70 

26.0 

28.2 

2.2 

2.0 


26.4 

28.2 

1.8 

Camel 70 

27.7 

30.2 

2.5 



28.0 

30.5 

2.5 

2.5 

Lucky Strike 70 

31.8 

34.4 

2.6 


- 

32.2 

34.7 

2.5 

2.6 

P.M. Commander 85 

3 2.6 

36.0 

3.4 



31:. 7 

35.2 

3.5 

3.3 


32.2 

35.3 

3.1 


Pall Mall 85 

31.1 

32.9 

1.8 



32.9 

35.5 

2.6 

2.2 

Chesterfield 85 

32.0 

35.0 

3.0 

3.4 . 


31.0 

34.7 

3.7 

33 



33. / 


INCREASE IN CAMBRIDGE FILTER 

HOLDER WEIGHT, 

MG/CIGT. 




Dental Dam 

Sleeve 


P.M. 70 


0.2 

0.5 


Camel 70 


0.5 

1.4. 


Lucky Strike 70 


0.2 

0.4 


Chesterfield 85 


0.3 

1.2 


Pall Mall 85 


0.5 

o-f 



P.M. Commander 8 5 0.1^""' 0. 

'"$* ^ ‘■ ^ 4 ’ 

DELIVERY - TAPED VS. NON-TAPED BUTT * 





P.M. Commander 85 


As Is 


32.5 


13 mm Covered 


32.6 



3 3. 7 


5 Zr a 


PM3000954480 


Source: https://www.industrydocuments.ucsf.edu/docs/ghnk0001 



